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II. Appropriation. Each accredited high school shall appropriate and
spend annually for books, periodicals, etc., exclusive of salaries, $1.00
per pupil for the first 300 pupils, $.75 per pupil for the second 300 pupils,
and $.50 per pupil for each pupil in excess of 600 pupils.
III. Librarian. 1. For schools having enrolments of 100 or fewer pupils
-A teacher-librarian with at least 6 semester hours in library science in'
an approved library school devoting not fewer than two class periods per
day to library service.
2. Enrolment of from 101 to 200 pupils-Teacher-librarian with at
least 12 semester hours in library science in an approved library school
devoting not fewer than three class periods a day to library service.
3. Enrolment of 201 to 400 pupils-Teacher-librarian with at least 18
semester hours of library science in an approved library school devoting
not fewer than four periods a day to library service.
4. Enrolment of 400 or more pupils-Full-time librarian with same
qualifications and educational background as teachers including 24-30
semester hours in an approved library school.
5. Schools employing teacher-librarians must keep the library open all
day under supervision, using student help or study hall teachers. The
teacher-librarian should be responsible for training all library assistants.
IV. Organization. All school libraries shall keep an accurate accession
record, shall have a shelf list, a card catalog, and an adequate loan system.
V. Course in Use of Library. In each accredited high school the teacher-
librarian or the librarian shall give to each pupil, preferably in the first
year of high school, a minimum of six lessons in the use of the library.
VI. Housing and Equipment. Libraries may be housed either in library-
study hall rooms or in.special library rooms. Special library rooms must
be equipped with tables, chairs, shelves, loan desk, magazine rack, bulletin
board, catalog case, vertical files, typewriter, and other essential office
furniture. The room should be large enough to accommodate one-tenth
of the high school enrolment, allowing 25 square feet of floor area per
person. The library-study hall should have the same equipment as the
special library room except that desk or tablet-arm chairs may be sub-
stituted for tables and chairs.
VII. Standards Become Effective. These standards shall become effective
July 1, 1937. Schools that do not at that time have the minimum number
of books required shall add to their book collection each year not less
than one-third of the difference between the number of books in the
library as of July 1, 1937, and the number required under these standards.
Librarian and teacher-librarian must have a minimum of 6 semester hours
in library science in 1937-1938. Each year a minimum of 6 additional
semester hours will be required; and the standards relating to training of
librarians must be met in full by each school in 1940-1941.
VIII. Function. For purposes of accreditation of schools, the functioning
of the library shall be given equal weight with the quantitative standards


